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EARLY GEORGIAN  INTERIORS

1. South side of the stone hall at Hough ton, Norfolk,   c. 1725.   The room, surrounded on three sides
by a gallery, Is of white Whftby stone, with stucco celling and dark mahogany windows and doors

2. Chimney piece of dark veined marble with frieze and sculptured ornament of Carrara marble, at God-
mersham Park, Kent. c. 1732. Design of the picture frame conforms with that of the window cases